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CONFIDENTIAL MOSCOW 8240 

E.O. 11652: GDS 
TAGS: UN, UR, PORG 

SUBJECT: BILATERAL TALKS WITH SOVIETS ON INTERNATIONAL ORGANIZATION 
ISSUES 

REF: STATE 129461, 

1 . VIKTOR ISRAELYAN, CHIEF OF THE SOVIET MFA'S IO 
DIVISION, CALLED IN POL COUNSELOR ON JUNE 9 TO SAY THAT 

IT WILL NOT BE POSSIBLE FOR HIM (ISRAELYAN) TO COME TO THE 
U.S. FOR BILATERAL CONSULTATIONS ON EITHER OF THE REVISED 
DATES IN REFTEL. HE REITERATED THAT HE VERY MUCH 
APPRECIATED ASSISTANT SECRETARY MAYNES’ INVITATION, AND 
HE ATTACHED GREAT IMPORTANCE TO SUCH CONSULTATIONS. HE, 

THEREFORE, INVITED THE ASSISTANT SECRETARY TO VISIT MOSCOW 
" ANY TIME IN JULY.” 

2. THE TIMING PROBLEM, SAID ISRAELYAN, ARISES FROM HIS 
ATTENDANCE AS HEAD OF THE SOVIET DELEGATION AT THE 
SEABED REVCON IN GENEVA. THIS MEETING WILL NOT 
CONCLUDE UNTIL JULY 1, SAID ISRAELYAN, SO THERE IS 
"NO QUESTION” OF MEETING IN WASHINGTON ON JUNE 30- 
JULY 1 . THEN THERE IS THE PROBLEM OF PREPARATIONS 
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FOR THE CONSULTATIONS AND GENERALLY FOR THE UNGA, 

FOR WHICH ISRAELYAN FEELS HE MUST BE IN MOSCOW. 

THEN IN AUGUST HE HOPES TO TAKE LEAVE. 

3. ISRAELYAN SAID, HOWEVER, THAT HE VALUED SUCH 
EXCHANGES, AND THEREFORE WOULD LIKE TO INVITE 
ASSISTANT SECRETARY MAYNES TO VISIT MOSCOW "ANYTIME 
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IN JULY" FOR TWO OR THREE DAYS. ASKED WHICH 
DATES WOULD BE MOST CONVENIENT, ISRAEL Y AN SAID THAT 
LEATER IN THE MONTH WOULD BE BETTER THAN EARLIER 
BECAUSE IT WOULD PERMIT HIM MORE TIME FOR PREPARA- 
TION. BUT HE WAS COMPLETELY FLEXIBLE, HE SAID, AND 
WOULD BE AVAILABLE FOR THESE TALKS ANYTIME AFTER 
JULY2. 

4. IN CLOSING, ISRAEL Y AN SAID THAT IN HIS VIEW IT 

WAS ACTUALLY THE U.S. SIDE'S TURN TO COME TO MOSCOW, 
SINCE HE HAD GONE TO WASHINGTON IN THE FALL OF 1975 
FOR A FULL DISCUSSION OF UN ISSUES AFTER THEN- 
ASSISTANT SECRETARY BUFFUN'S VISIT TO MOSCOW IN JUNE 
OF THAT YEAR. HE SAID THAT HE EXPECTED TO BE 
ATTENDING THE UNGA THIS FALL AND WOULD IN ANY CASE 
PLAN TO VISIT WASHINGTON AND TO MEET WITH THE 
ASSISTANT SECRETARY THEN. BUT HE WAS HOPEFUL THAT 
THE PROPOSED CONSULTATIONS COULD TAKE PLACE IN MOSCOW 
IN JULY, SINCE IT WOULD BE MORE USEFUL TO EXCHANGE 
VIEWS BEFORE THE UNGA BEGAN. 

5. ACTION REQUESTED: DEPARTMENT'S RESPONSE TO 
ISRAELYAN'S INVITATION, PREFERABLY BY EARLY 
NEXT WEEK, SINCE ISRAELYAN LEAVES FOR GENEVA IN 
MID-WEEK. 

MATLOCK 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: VISITS, MEETINGS, RELATIONS WITH INTERNATIONAL ORGS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 09-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MOSCOW08240 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770206-0196 
Format: TEL 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770674/aaaacmny.tel 

Line Count: 88 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: c52a1782-c288-dd11-92da-001cc4696bcc 
Office: ACTION 10 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 129461 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2215409 
Secure: OPEN 
Status: NATIVE 

Subject: BILATERAL TALKS WITH SOVIETS ON INTERNATIONAL ORGANIZATION ISSUES 
TAGS: PORG, UR, US, UN, (ISRAELYAN, VIKTOR) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/c52a1782-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



